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Through an error, the following ten items of information failed to be ^.ncl\jided 
under the heading Fuel Oil in the reference report: 




Flash point, closed crucible 

DIN Draft 

51 755 

Cpn^§dson test 

DIN 

51 551 

4Stefcane .number 

DIN Draft 

51 773 

BlPA 

DIN 

51 772 

Solidifying point 

DIN 

53 662 

Distillation characteristics 

DIN Draft 

51 752 

Viscosity at 20° C 

Jim -Draft 

51 550 

Sulphur content 

After Grote-Krekeler 

51 768 

A$h content 

DIN 

53 657 

Lower 0fi-i©r-p» value 

DIN 

51 708 
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